To:  Ackerman,  Joyce[Ackerman. Joyce@epa.gov] 

Cc:  Cristiano,  GinafCristiano. Gina@epa.gov] 

From:  Himmelbauer,  Linda 

Sent:  Wed  8/12/2015  4:39:24  PM 

Subject:  follow-up  on  Gold  King  Mine  SAPs/QAPPs 


Just  a friendly  follow-up  on  the  Gold  King  Mine  SAPs/QAPPs. . . 
We’ll  be  checking  in  with  the  CDPHE  QA  Manager  today. 


Thanks. 

LindaH. 


Linda  Himmelbauer,  Director 
USEPA  Region  8 QA  Program 
1595  Wynkoop  St.  (8TMS-QA) 
Denver,  CO  80202 

Himmelbauer.Linda@epa.gov 

303-312-6020 


From:  Himmelbauer,  Linda 
Sent:  Tuesday,  August  11,  2015  12:50  PM 
To:  Ackerman,  Joyce 
Cc:  Cristiano,  Gina 

Subject:  Gold  Mine  Incident  SAPs/QAPPs 


Hi  Joyce  - 
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Gina  suggested  I contact  you. 

I also  left  you  a voicemail  message. 


Can  you  give  me  an  update  on  the  status  of  the  SAP(s)  and  QAPP(s)  for  the  Gold  Mine  release, 
particularly  the  SAP  (or  QAPP)  for  the  monitoring  and  the  QAPP  for  the  water  treatment 
technology  performance. 


I have  had  inquiries  from  my  counterparts  (Regional  QA  Managers)  in  Region  6 and  Region  9. 


Thanks. 

I know  there  are  a lot  of  DAOs  involved,  but  please  let  me  know  if  QA  can  assist  in  any  way. 


LindaH. 


Linda  Himmelbauer,  Director 
USEPA  Region  8 QA  Program 
1595  Wynkoop  St.  (8TMS-QA) 
Denver,  CO  80202 

Himmeibauer.Linda@epa.gov 

303-312-6020 
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